From: 

Sent: 

To: 


Nassif, Julianne (DPH) 

Wednesday, March 30, 2011 11:07 AM 
Renczkowski, Daniel (DPH) 


Ignore my earlier message. I am here on Friday 

Juliai/u/v^ Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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